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Message Text 

UNCLASSIFIED 

PAGE 01 MONTER 00209 211902Z 
ACTION ARA-10 

INFO OCT-01 ISO-OO EB-08 /019W 

220323Z 049775 /20 

R 21 1600Z APR 77 
FM AMCONSUL MONTERREY 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 3100 

UNCLAS MONTERREY 0209 

E.O. 1 1652: N/A 
TAGS: BTIO, MX 

SUB J : PRIVATE TRADE OPPORTUNITY 

1. 201/10/P0023 

2. 042077 

3. RLGLASS 

4. 201 MEXICO 

5. AD 

6A. REPLY TO- 

6B. ING. FRANCISCO KREITLER SADA, GERENTE 
6C. KRESA MEX, S.A. 

ESTADOS UNIDOS 343 
COL. VISTA HERMOSA 
MONTERREY. N.L., MEXICO 

7. TEL.-48-39-27/TELEX 038659 

8 . - 

9. 102 

10. 3567359-XXX. ELECTRIC HEATING SYSTEM. USED OR RECONDITIONED 
PREFERRED, TO REPLACE NATURAL GAS BURNERS IN A HOT DIP PIPE 
GALVANIZING LINE. TWO SYSTEMS REQUESTED. PIPE GALVANIZING HOT DIP 
IS CONSTRUCTED OF LOW SILICON ARMCO STEEL WITH FOLLOWING DIMEN- 
SIONS: DEPTH 1.8 METERS. WIDTH 1.3 METERS, LENGTH 8.0 METERS, 

THICKNESS 45 MILLIMETERS. NECESSARY DIPPING TEMPERATURE FOR THE 
LINE WOULD BE 450 DEGREES CENTIGRADE MAXIMUM, WITH A PRODUCTION 
CAPACITY OF TEN TONS PER HOUR OF PIPES. PIPES TO BE DIPPED RANGE 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 MONTER 00209 211902Z 

FROM ONE HALF TO FOUR AND A HALF INCH OUTSIDE DIAMETER. HEATER 
VOLTAGE TO BE USED IS 440V. 3 PHASE, 60 CPS. ELECTRICAL SUPPLY AT 
PLANT WHERE HEATERS TO BE INSTALLED IS 13.2KVA. 

LAMBERT 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 21 -Apr-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977MONTER00209 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 39-091 4 
Format: TEL 
From: MONTERREY 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770434/aaaabcso.tel 

Line Count: 59 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: b25430a1-c288-dd11-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 12-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2738772 
Secure: OPEN 
Status: NATIVE 

Subject: PRIVATE TRADE OPPORTUNITY 
TAGS: BTIO, MX 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/b25430a1-c288-dd11-92da-001cc4696bcc 
Review Markings: 
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